Approved For Release 2003/12/03 : CIA-RDP85-00988R000400090056-9 


ee — 


CENTRAL INTELLIGENCE AGENCY 
WASHINGTON, D.C. 20505 


Mr. “John T. Myers 
Regional ; commissioner 
Public’ Buildings Services 
General: Services Administration 
Washington, Da. WC. 20407 


Dear Mr. Myers: 


Enclosed is a copy of my letter, dated 22 June 1979, 
to Mr. Paul Brumby, Director, Federal Program Branch, 
Department of Energy. This letter was sent in response 
to Mr. Brumby's ‘letter of 14 June (copy also enclosed) 
which deals with ‘energy resources management in Federally 
occupied buildings, 


Please note that we are not in a position to provide 
the Department of Energy with the kind of information 
requested in paragraph’3 for the reasons stated in our 
letter. You have our assurance that we will cooperate 
with you on Federal energy programs in those buildings 


which we occupy. x 
% Sincerely, 
he 
\ 
Jaimes H. McDonald 
Directer of Logistics 
A 
N\ 
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